AMENDMENT NO. 1 SEPTEMBER 2021 
TO 


IS 16983 : 2018 SOLID BLEACHED SULPHATE BOARD — 
SPECIFICATION 


(Page 1, Clause 4, first sentence) — Substitute the following for existing 
‘The construction of solid bleached sulphate board may preferably be comprise 
of following layers’. 

[Page 1, Clause 4, e)] — Insert following new para after e) 


‘The construction of Solid Bleached Sulphate Board recommended above is for 
guidance only’. 
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